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-9107290136 "Run Rept,lntegrated Radwaste Treatment Sys.Carnpaign 21, 901031-
910111."
ROBBINS.GJ., ROSS.C.F. Energy, Dept of. 91/07/12. 18pp. 58591:115-58591:132.

9107290174 Forwards proprietary Rev 3 of Castor V/21 part HstRev updates list to cor-
rect typos,per 910515 Itr.List withheld.

PAQUIN.P.L General Nuclear Systems, Inc. 611-0540-91. 91/07/22. STURZ.F. Fuel
Cycle Safety Branch. 4pp. 58591:014-58591:017.

9107310006 Forwards response to NRC 910517 request for addl info re EPRI advanced
LWR requirements document for passive plant designs covering safety sys.single
action valves & security barriers & intrusion detection sys.

KINTNER.E.E ALWR Utility Steering Committee. TAG 77866. 91/07/22. Document
Control Branch (Document Control Desk). 14pp. 58611:134-58611:147.

9107310026 Forwards response to NRC 910517 request for addl info re EPRI advanced
LWR requirements document for passive plant designs re site security.interfaces in
plant security sys & key-locked controls.

KINTNER.E.E. ALWR Utility Steering Committee. TAG 77871. 91/07/22. Document
Control Branch (Document Control Desk). 4pp. 58610:357-58610:360.

9107310041 Forwards response to NRC 910517 request for addl info on EPRI ad-
vanced LWR requirements document for passive designs, in ref to methodology for
dedicating commercial software for use in designing safety-related sys.
KINTNER.E.E. ALWR Utility Steering Committee. TAG 77871. 91/07/22. Document
Control Branch (Document Control Desk). 51pp. 58612:215-58612:265.

9107310225 Forwards summary of discussions w/AECL & AEGB on list of preliminary
issues.Recommends fall meeting to discuss plan for coordination of licensing deci-
sions.

TRAVERS.W.D. Division of Advanced Reactors & Special Projects (Post 901216). 91 /
07/24. EWING.B. Canada Atomic Energy Control Board. 20pp. 58621:154-58621:173.

-9107110213 Rev A to Procedure S21109, "10CFR21 Defects & Noncompliance Re-
porting Procedure."
SHIEH.J. Valcor Engineering Corp. 91/06/28. 6pp. 58421:255-58421:260.

9107150223 Forwards rough draft of wording to describe how test position operator is

DUGAN.E. General Electric Co. 91/06/26. NAIDU.K. NRC - No Detailed Affiliation
Given. 4pp. 58428:310-58428:313.

9107160376 Informs that documents & records supporting response to notices of viola-
tion & nonconformance re insp rept 99900031/90-01 will not be withheld from public
disclosure & placed in PDR due to insufficient reasons.

GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). EA-90-122.
91/07/11. BOLLETER.U. Sulzer Bingham Pumps, Inc. 2pp. 58421:125-58421:126.

9107190120 Responds to NRC 910524 Itr re nonconformance noted during insp of
facility.Corrective actions:notice prepared to clarify previous documents re opening &
closing thrust measurement at equal spring pack displacements in MOVs.
JANECEK.D.L ITI-MOVATS. 91/06/20. POTAPOVS.U. Vendor Inspection Branch.
2pp. 58485:080-58485:081,

9107290039 Responds to 910620 Itr re insp rept 99901194/91-01 & notice of noncon-
formance on 910325-28.Incorporation of product verification testing in scope of QA
program should ensure that stated accuracy of diagnostic sys valid.
NORRHOLM.LJ. Vendor Inspection Branch. 91/07/23. JANECEK.D.L ITI-MOVATS.
2pp. 58541:048-58541:049.

9107300093 Ack receipt of 910509 response to nonconformances 90-01-01 & 90-01-
02.Response appears adequate.

NORRHOLM.LJ. Vendor Inspection Branch. 91/07/18. KNIESER.G.W. Anchor/Dar-
ling Valve Co. (subs, of Anchor/Darling Industries, Inc.). 2pp. 58559:080-58559:081.

PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE

9107010077 Informs that mfg has provided users of component std supports w/load ca-
pacity data sheets & will provide notification of appropriate plan for corrective action.
PASZUL.W. Anchor/Darling Valve Co. (subs, of Anchor/Darling Industries, Inc.). 91 /
05/09. Ofc of Investigations (Post 880201). 150pp. 58261:053-58261:304.

9107020380 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.lnitially reported on 910620.Supplemen-
tal test instructions will be provided to all affected utils.

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3604. 91/06/24. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 58282:002-
58282:005.

9107020393 Part 21 rept re nonsafety-related auxiliary relay racks incorporating safety-
related interlock for safety injection & containment spray sys.lnitiaily reported on
910620.Train- oriented wiring should be identified by util.

TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3603. 91/06/24. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 58279:312-
58279:315.

9107020402 Part 21 rept re potential for certain Westinghouse-supplied
products.utilizing dc coil assemblies.to malfunction. Initially reported on 910620.Rec-
ommends that all suspect devices be replaced & epoxy compound probed.
TRITCH.S.R. Westinghouse Electric Corp. NS-NRC-91-3600. 91/06/24. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 58293:105-
58293:108,

9107030200 Final deficiency rept re Tuf-Loc sleeve bearings found in GE 6,900-volt
breaker operating mechanism.Initially reported on 910402.GE maint instruction revised
to require breaker insp after 1,800 operations.Also reported per Part 21.
WALLACE.E.G. Tennessee Valley Authority. 91/06/28. Document Control Branch
(Document Control Desk). 6pp. 58312:343-58312:348.

9107100032 Forwards info on concerns re derated load capacities for Anchor/Darling
adjustable rigid struts.fieid welded rigid struts & transition kits for mechanical snub-
bers.

KEYES-STEWART Anchor/Darling Valve Co. (subs, of Anchor/Darting Industries,
Inc.). 91/05/10. QUINN.G. Bergen-Paterson Pipe Support Corp. 1p. 58369:299-
58369:323.

9107120178 LER 90-012-02:on 900406,manual actions necessary to start fans that pro-
vide cooling air flow in ESF electrical swrtchgear rooms.Caused by error in original
plant design. Instruction revised.Also reported per Part 21 .W/910703 Itr.
STEPHENSON.CJ., ROBINSON.W.R. Portland General Electric Co. WRR-146-91. 91 /
07/03. 10pp. 58435:293-58435:302.

9107150118 Part 21 rept re Type SMB Model 10BC920 control switch defects.Defective
switch replaced w/new switch.Control room operators will be trained to determine by
feel during surveillance testing if stop tabs in place.

DEVINCENTISJ. Yankee Atomic Electric Co. BYR 91-089. 91/07/08. Document Con-
trol Branch (Document Control Desk). 3pp. 58481:245-58481:247,

9107190007 Advises that Part 21 repts re defects dtd 910409 & 30 issued to users
identified in appB of repts.per 910509 telcon.

JOHNSON,W.C. ABB Atom. Inc. (formerly ASEA Atom, Inc. ). 91/05/09. NAIDU.K.
NRC - No Detailed Affiliation Given. 1 p. 58448:003-58448:003.

9107250056 Provides follow-up to 910412 Itr re slight increase in force measurement
uncertainty at torque switch trip.Reeommends review of existing as-left thrust data
UEON.R.L Uberty Technologies (formerly Liberty Technology Center, Inc.). 91/06/10.
ROTHBERG.O.   Office   of   Nuclear   Regulatory   Research   (Post  860720).   4pp.
56558:029-58558:032.

QA9S9 QUALITY ASSURANCE INSPECTIONS

9107110211 Responds to violations noted in Insp Rept 99900728/91-01. Corrective
actions:nuc!ear field rept.w/preprinted distribution.incorporated into procedure & re-
vised procedure clearly defines posting location.

SHIEHj. Valcor Engineering Corp. 91/06/28. Document Control Branch (Document
Control Desk). 2pp. 58421:253-58421:260,

REGGD REGULATORY GUIDES

9107020250 Application for amend to License NPF-6,changing Tech Spec Figure 3.4-2
re RCS temp limitations for 0 to 10 yrs of full power operation.per Rev 2 to Reg Guide
1.99.C-E Rept A-MPS-ER-002 re pressure/temp limits encl.

CARNS.N.S. Entergy Operations, Inc. 2CAN069109. 91/06/18. Document Control
Branch (Document Control Desk). 11pp. 58279:222-58279:296.

9107020253 Forwards 1990 annual radiological exposure rept.
KEUTER.D.R. Sacramento Municipal Utility District. AGM/NUC 91-040. 91/03/07.
MARTIN.J.B. Region 5 (Post 820201). 1p. 58347:166-58347:167.

-9107020259 "1990 Annual Exposure Rept Reg Guide 1.16.App A.Summary"
* Sacramento Municipal Utility District 91/03/07.1p. 58347:167-58347:167.

9107030230 Transmits Rev 12 of QA program description for plant,per
10CFR50.71(e).Changes to plant position on Reg Guide 1.64 & revised Section
17.2.3.6 of updated FSAR re performance of design verifications by supervisors of de-

M^GAUGHY.R.W. Iowa Electric Light & Power Co. NG-91-1422. 91/06/28.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 59pp.
58312:115-58312:172.

9107050194 Submits info re status of integrated resolution of SEP Topic VI-7-C.2 re fail-
ure mode analysts & Reg Guide 1.97 issues.Evaluation expected to be completed by
910930.

ROSENBLUM.R.M. Southern California Edison Co. 91/07/01. Document Control
Branch (Document Control Desk). 12pp. 58388:271-58388:282.

9107080048 Forwards application for amend to License DPR-40,changing Tech'Specs
to revise containment tendon surveillance requirements per Rev 3 to Reg Guide 1.35.
GATES.W.G. Omaha Public Power District. LIC-91-174A. 91/06/28. Document Control
Branch (Document Control Desk). 1p. 58386:332-58386:358.

-9107080049 Application for amend to License DPR-40,changing Tech Specs to revise
containment tendon surveillance requirements per Rev 3 to Reg Guide 1.35.
GATES.W.G. Omaha Public Power District. 91/06/28. 2pp. 58386:333-58386:335.

9107090039 Forwards amends 111 & 80 to licenses NPF-14 & NPF-22 & safety
evaluatioaAmends change wording in tech spec 6.4 for both units & utilize guidance
contained in Reg Guide 1.8, Rev 2.

RALEIGH.J.J. Project Directorate I-2. TAG 76813. 91/06/26. KEISER.H.W, Pennsylva-
nia Power & Light Co. 3pp. 58335:302-58335:316.

9107100208 Documents util plans for upgrading certain equipment to ensure compli-
ance w/Reg Guide 1.97.Existing containment recirculation sump level switches will be
replaced w/switches environmentally & seismicaily qualified.
STIMAC,S.F. Commonwealth Edison Co. 91/06/28. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58409:028-58409:029.

9107100263 Confirms dates of 910708-12 for RG 1.97 insp at plantlnfo needed for insp
listed.

HODGES.M.W. Region 1 (Post 820201). 91/07/01. BARTON.J.J. General Public Utili-
ties Corp. - GPU Service Corp. 3pp. 58366:043-58366:045.

9107110186 LER 90-026-01 :on 901226,discovered that temp elements used in contain-
ment i

qualification'i
GRESOCK,G.,
58416:166-58416:173.

9107150058 Forwards Reg Guide 3.61, "Std Format & Content For Topical SAR For
Spent Fuel Dry Storage Cask," in response to A Specter 910422 Itr.discussing vendor
capability to supply casks for storage & transportation of high-level radwaste.
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/06/28.
GATES.E.D. Birdsboro Ferrocast, Inc. 87pp. 58464:071-58464:196.

9107170160 Provides comments & recommendations on draft Reg Guide 1.28, Rev
4,per 910619 request

YOUNGBLOOD.B J. Division of High-Level Waste Management (Post 870413). HLWR.
91/07/11. MORRIS.B.M. Division of Regulatory Applications (Post 870413). 5pp.
58500:129-58500:133.91/07/19. HURT.R.D. NRC - No Detailed Affiliation
